Approved For Release 2000/06/19 : CIA-RDP81-00261R000600020004-4 


Approved For Release 2000/06/19 : CIA-RDP81-00261R000600020004-4 


Approved For Release meee) || 1-00261R000600020004-4 
vO SHANE LHENTTAL 


Office of Personnel 


Recruitment and Placement Activit 


Contents: 


Certification by Deputy Director of Personnel for 
Recruitment and Placement regarding file search in 
his immediate office 


Same as above from fF SY Co-op Coordinator eo 


Memo from Chief, Staff Personnel Division certifying 
his records review. 


Addendum to above specifying what records have been 
considered in review. 


Agency Reserve Records on 25X1A 


Three documents found in Personnel Folder of 
25X1A exploring cover assignment 
possibility 


Certification from Chief, Recruitment Division with 
attachments listed. Attachments contain information 
reported by the various field recruiters as well as 
from the Washington Area Recruitment Office 


Approved For Release 2000/06/19 p&ifnaAS (40264F nn06s002000414-. 


PO EARG TS ATE 
Approved For Release zo00//8 SIA RUPE -00261R000600020004-4 


pemoneet ny 


bee bleh 


1 May 1974 


MEMORANDUM FOR THE RECORD 


SUBJECT: Watergate - Agency File Search 


This is to certify that all the files in the immediate 
Office of the Deputy Director of Personnel for Recruitment 
and Placement have been reviewed to determine any association 
with individuals and organizations set out in the IG's 26 March 
1974 memo. The files in this office include: subject matter, 
minority reports, statistical data, recruitment and placement 
studies, chronos, and the like. The search was negative. 

In addition, I am not personally aware of any unrecorded 


information which would bear upon the Watergate matter. 


STATINTL 


Deputy Director of Personnel 
for Recruitment and Placement 
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30 April 1974 


MEMORANDUM: For the Record 


SUBJECT : File review of Relationships and Organizations 
Associated with "Watergate" 


1. This is to certify that the files in the office 
of the Coordinator for Cooperative Programs have been 
reviewed to determine any association with the individuals 
and organizations identified in the Memorandum of 26 March 
from the Inspector General. The files checked included 
subject-matter, schools and chrono. Based on this review 
I am unaware of any association with the organizations 
and individuals mentioned in the IG's memorandun. 


Coordinator for 
Cooperative Programs 
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19 April 1974 


MEMORANDUM FOR: DD/Pers/R&P 


SUBJECT : Review of SPD Files for Watergate 
Related Material 


On 17 April I provided each of the Branch Chiefs in SPD with 
a copy of the material which you gave me concerning Watergate 
subject matter. I advised the Branch Chiefs to evaluate all of 
their records holdings and to thoroughly examine any records 
which conceivably could have any data in it on the subject. Each 
Branch Chief now has certified to me that this review has been 
completed. In addition, I have evaluated the few records which 
I maintain. Except for the attached documents provided by the 
Chief, Military Personnel Branch, we have no material to submit 
to you on this subject. 


The Division certifies that the review has taken place and 
that no additional data on this subject exists in our records, 


STATINTL 


Chief, Staff Personnel Division 
Att 


* See attached addendum for description of records held and 
reviewed by SPD personnel in support of this certification. 
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